Trinkflaschen water bottles 223 


Trinkflaschen-Set „hot&cold” Water Bottle Set „hot&cold” 
CE und FDA geprüft CE and FDA approval 
Inhalt: 680 ml Content: 680 ml 
Ausführung: für heiße und kalte Getränke geeignet Version: suitable for hot and cold beverages 
(von -20 bis +120°C), lebensmittelecht, (from -20 to +120°C), food safe, re- 
Griffmulde, Drehverschluss, 100% dicht cessed grip, screw cap, 100% leakproof 
Material: PC Material: PC 
Farben: 6 Farben im Displaykarton: rot, orange, Colours: 6 colours in display box: red, orange, 
gelb, grün, blau und schwarz yellow, green, blue and black 
# 300 282 01 # 300 282 01 es “ - o 
VE = 1 Set a 6 Flaschen farblich sortiert Unit = 1 set a 6 bottles sorted by colour - me - 
Aluminium Trinkflasche Alloy Water Bottle 
Hochwertige Trinkflasche mit Trink-ventil-Schutzkappe, High-quality water bottle with 
Dichtungsring hygienisch, geschmacksneutral protection cap, sealing ring, hygienic, tasteless 
« beständig gegen Fruchtsäuren, alkoholische und « consistent against fruit acid, alcoholic and 
isotonische Getränke isotonic beverages 
« lebensmittelecht, geprüft « food safe, checked 
Inhalt: 750 ml Content: 750 ml 
#300 20701 silber #300 20701 silver == 
#300 20801 schwarz #300 20801 black | 


#300 20901 rot #300 20901 red 
#300 21001 blau #300 21001 blue 


VE = 24 Stück Unit = 24 pieces ni 


Aluminium Trinkflasche Alloy Water Bottle 
Hochwertige Trinkflasche mit Trink-ventil-Schutzkappe, High-quality water bottle with 
Dichtungsring hygienisch, geschmacksneutral protection cap, sealing ring, hygienic, tasteless 
« beständig gegen Fruchtsäuren, alkoholische und « consistent against fruit acid, alcoholic and 

isotonische Getränke isotonic beverages 
« lebensmittelecht, geprüft « food safe, checked 
Inhalt: 500 ml Content: 500 ml 
#300 21301 silber #300 21301 silver eg 
#300 21401 schwarz #300 21401 black | 
#300 21501 rot #300 21501 red 
#300 22001 blau #300 22001 blue 
VE = 24 Stück Unit = 24 pieces b—f 

R s . A 
Trinkflasche „Non-Slip” Water Bottle „Non-Slip” 3 e 
CE und FDA geprüft CE and FDA approval 
Inhalt: 700 ml Content: 700 ml — 
Ausführung: mit Non-Slip-Einlage, Griffmulde, Version: with anti-slide rubber, recessed 

Drehverschluss, Trinkschutzkappen- grip, screw cap, protection cap, 
verschluss, 100% dicht 100% leakproof 

Farbe: silber /schwarz Colour: silver/black 
# 300 279 00 # 300 279 00 
VE = 10/50 Stück Unit = 10/50 pieces 
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